ANNUAL INDEX —1952 


A 


Atomic Reactor, First, for Industry 
is Being Built by North American 
Aviation March 
Air Conditioning 
Air Conditioning Problem Solved 
at Spartan Millis . Aug 
Chilled Water for Cooling... Jan 
Dehumidification Serves 3 Ways 
At Shellmar Dec 


Batteries 
Additives, Battery, Tips on Jan 
Battery Charging Rack Designed 
to Accommodate Trucks Sept 
Battery Charging Suggestions.....Sept 
Batteries Keep ‘Em Running Dec 
Cart Eases Battery Handling Feb 
Portable Battery Booster Serves 
Company Parking Lots March 
Sulphated Batteries, Prescription 
to Remedy ‘ April 
Blast Cleaning 
Blast Cleaning, Maintenance July 
Sandblasting Can Be Comfort- 
able Jan 
Traveling Arbor Carriage Holds 
Gears for Blast Cleaning Nov 
Boilers 
Auxiliary Equipment is Impor- 
tant for Boiler Efficiency Sept. 
Blow Down, Boiler, Manual.....March 
Condensate Preheats Boiler Feed 
Water . -vee JON 
Ply-Ash Control Oct 
Gas to Oil in 20 Minutes Change, 
From Oct 
Refuse, Boiler, Skip Hoist for Sept. 
Steam Return Line Corrosion Nov. 
Turbine Wheel Runs Wild April 


Bearings 

Are Shaft Currents Eating VE. 
Your Motor Bearings . 

Babbitt Bearing Repair Hints.. 

Ball Bearings—Their Lubrication, 
Care and Replacement. casscre Ot 

Bearing, Help for a “Stuck” Sept 

Bracket, Bearing, Fabricated 
Take-up sciccanteeeasiglell 

Knurling of Bearin Housings 
Insures Tight Fit for nanan” 

ment Bearing ..June 
Buildings and Grovnds 

jumper, Rubber, for Trucks........0ct. 

Caulking Is Good Practice....... 

Caulking Right, Do Your........... 

Door Extension Takes Bumps. 

Doors, Industrial 

Plastering Problem Answered 

Plastic Veneers Like Decals... 


C 
Camera 


Camera at Work—For the Plant 
Engineer March 
Camera at Work—II—How to 
Make Sure It’s Doing the Right 
Kind of Job . April 
Camera Helps Reduce Accidents 
at Crucible Steel Co ict 
Communications—Two-Way Radio 
Speeds Vehicle Routing April 
Compressors 
Air Compressors, Operation and 
Maintenance ay 
Air Power Unloads Waste Cart July 
Compressed Air Systems—Which 
One Will Serve You Best? Feb 
Compressed Air Takes Hammer 
Out of Nailing a 
bg oo ge A —— Production 
Lin 


Handling _suppery Gases with 
Compresso! July 

How T & ” Cuts Steam and 
Compressed Air Costs July 
“= Compressed Air Lines 
ov 

Rotary Air ‘Compressor, “Rolls In 
to Speed Up Gunite Work Aug 
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Construction 
Concrete Foundation Poured for 
Giant Steel Sphere 
Concrete Strength Development 
in Cold Weather March 
Concrete Wired for Strength 
Construction Work, The Plant 
Engineer's Responsibility in Marc h 
Erector Set,” “Industrial, : 
Its Bow to Industry 
Gunite Work, Rotary Air Com- 
pressor Rolls In to Speed Up....Aug 
Laminated Lumber as Used in 
Plant Construction . Dec 
Precast Concrete Members. Aug 
Prefabrication Raises the Quon- 
set's J 
Pre-Stressed Concrete Beams 
Used in Framing Industrial 
Building . Sept 
Project Planning, Watch Out for 
Red Lights in May 
Rigging Gin-Pole, for a Big Lift....May 
Rigging, Heavy, and Tight Quar- 
Feature Drum Installa- 


. Nov 
Bridging Prevents Collapse 
Warehouse Floor ec 
Tailor-Made Girders for Plant 
Roofs ec 
Tank Moved Through Wall 
They Went Down 25 Ft—And 
Saved Two Weeks’ Time Fe 
Conveyors 
Centering Device for Loading 
Bulk Material on Two Convey- 
ors from One Chute Oct 
Control System Prevents Con- 
veyor Jams at Birds Eye ¥ 
Conveyor Belt Loading, Proper April 
Conveyor Belt Obliges March 
Conveyor Carton “Trip” May 
Conveyor Chain Breaks Are 
Stopped by Hydraulic Sheave 
Drives Aug 
Conveyor Delivers Mail—Up & 
Down Aug 
Conveyor Safety Rules Dec 
Lathe Chips Take a Ride on 
Steel Belt 
Coaster” Belt Delivers 


Signal Conveyor 
Lights 

Stainless Steel Conveyor 
Maintenance Costs in If 

Vibrating Conveyor-—-Versatile in 
Heavy Work 


° \ 
Blinking 
J 














‘*What did you expect when you routed 
that conveyor through a corner of the 


ladies’ lounge?’’ 


Cost Control 
Choose Power and Light Systems 
by Careful Cost Analysis. April 
Choose Your Lighting System by 
Careful Cost Analysis March 
Direct Fired vs. Steam Heating 
Costs .. April 
General Foods Compares All Costs 
Before Selecting Plant Equip- 
ment April 
Secondary Selective Distribution 
Systems, Comparative Costs of..Feb 
Steam and Compressed Air Costs, 
low T & P Cuts July 
The Cost Factor in Common 
Power and Light Systems. 
“Who's Kidding Who About 
Costs” .. 
Court Decisions on Performance of 
Wartime Contracts ay 
Cross-Hatching, Another Idea on....Aug 
Anti-Smudge Triangles Feb 
Simplified Cross-Hatching April 


D 
Design 


Baffles, Improved Design for Sept 
How Plant Engineering and De- 
sign Cooperate to Cut Produc- 
tion Costs Sept 
Lathe Gets New Drive 
New Plant Construction Features 
Tunnel for Service Dec 
Roller in Pit Permits Easy Feed- 
ing of Work March 
Plant Design—Hedstrom Built Its 
Business First, Then it De- 
signed the Plant .. May 
Prefab Fence Panels at Temco iiareh 
Spec Errors, Who Pays For 
Devices, Special 
Arbors, Quick-Change, Speed 
Milling Operations . soe DO 
Clamp Aids Gear Handling April 
— Hydraulic Powered, 
Speeds Cutting of Reinforced 
Rods soceeeee ON 
Cutters, ‘Helical Carbide........ ..June 
Drilling, Dust Catching While. a 
Equipment at B & W 
“More Power for America” 
Gage, Drill, Mounting 
Gasket Solves Switch Shorting 
Problem on Nut Runners... 
Lathe, Watchmaker’s, Produces 
Delicate Aircraft Parts. ; 
Moisture, Quick Check Spots...... 
Oil Cans, Another Use for. 

Planing Cutter, Automatic Lift 
for Tools Jan 
Ram, Portable, Bevan Die Keys.. May 
Scraping, Machine July 
Slappet, Lead, Takes the Kinks 

Ou a 
Spark Plug, ‘Anti-Fouling om Jan. 
Tongs, Automatic, Handle Money 
in Slabs at United States Mint..Oct. 
Tooling, Plastic, with a Future....Nov. 
Torch, Gascline Cutting........... Fe 
Torch Guide, Shop-Made, Adds 
Speed . July 
Tube and Rod Straighteners In- 
crease Production Costs Sept 
Tubing, Flared, Feeds Cable. April 
Diesel—Profitable Switch—to Diesel 
Electric .. ; March 
Dust and Fume Control 
Dust Catching While Drilling....April 
Dust-Proof Production Line 
Builds Accuracy into the Prod- 
WS cts Nov. 
Dust Recovery System Puts 
$36,000 in Till in 6 Months.......June 
Dust Ventilation, Porcelain June 
Glass Paper eon ..Feb. 
Mesh Dries Gases, Stainless June 
Odors, Industrial, Take the Heat 
Cure ........ etpeetpiundiagiaa July 
Plastic Tent Provides Dust Con- 
trol ...... . ws March 
Pollution, “Air, Device Checks......July 
Uncontrolled Dust Can Be Explo- 
sive April 








E 


Electrical Distribution 
en 


Cost 
and Light Syste j 
Conduit, Flexible "Undergroun hail 
Distribution Systems, Compar- 
ative Costs of Secondary Selec- 


tive 
SS Substations—When 
re They Worth the Price’?........ 
Electrical and Heat Require- 
ments, Plant, Test Engines 
Help Meet sielonusnabiteilontiy 
Power -— Light Systems by 
Careful Cost Analysis, Choose..April 
Electrical Maintenance 
Breaker tanneumtnes Plant, 





Repairs 
9D ccsase Pp 
rushes" Clean Copper Terminals 

e - AD! 


- May 
‘ough 

Job Look Easy.... arch 
uipment, Conserva- 
tion and aintenance of Jan. 
Electrical Maintenance, Special- 
ized, — It Offers the amet 


Assembly 
Electrical 


Enginee: lo 
a gy * Tru ng, Coating Pro- 
ects, Against Corrosion Jan. 
miectrician’s Truck — Parts 
and Tools to the Jo -- A Ug. 
Pixtures, Fontiinted. 
Cleaner ..... sesnevee OD, 
Hot Line Tools. Aug 
Motors, Squirrel. "Cage, Trouble- 
shooting of . ..March 
Rectifiers, Waxin; Helps June 
Shaft Currents ting Up Your 
Motor Bearings, Are . June 
a Application 
esive Takes a Lot of Pull Dec. 
Bushing for ogee | Holes....April 
Clips Hold Cables on Drums........July 
Double-End Tube Bender Makes 
Tough Tube Jobs Easier Dec 
Drills, Pull Broken, with "Weiding 
Rod arc 


Drydock, . Used to Service 
Commercial Transport Planes....Oct. 
Ductile Iron, Can it Be of Use 
eo - gute 
meceeeny. Windshield Con- 
April 
oun” Fabricated Herringbone. ao 
ee Helical, Strengthe 
sappee Aluminum Threads. March 
Liqu Carbon Dioxide Used as 
Machine Tool Coolant mmeneiensees 
Plastics, A Shiny Metal Coat 


 —_— . March 
Scaffold for Painters, Folding....June 


ou t 
Stitching, Metai, Machine Re- 
du — Sieve Frame Assembly 


Tapes. Help. Make Money, Help 
Save Money, Fiberglas July 

Threading Wire Harness Device..Nov. 

— on Welder Position 
His 

V-Block » = Heavyweights. Sune 


Feb. 
Oct. 


Jan. 


108 
77 
30 


68 


Heating, Production 
Re- 


Welded Cap Nut Protects 
reads 





by 4 Largest Sounee Gling 
Cha: Dec. 


Fire Protection 
Built-In Extinguishing Gyetem, 
un 


pen tain 

Pire-Pighting peneat Paid Its 
Way in Less an 5 Y¥ 

Fire Seventies, Show. 

Fire Protection System at Con- 
solidated Vultee Saves naw 
—" Fe a oak " oe 

Foo pens Flammabies an 
Gravite y Closes Wash Tank for. ‘April 

Looking for Leaks in a Dry 
Pipe Sprinkler System ... 

Team ........ , 
by Fire Protection... 
ee Your Fire System.......... 


Concrete Floor Removal nes. “4 

Damp Buffing Tile Floo wed uly 

Floor Waterproofing and. ‘Drain 
age Protect Stock and ae. 


June 
A 


ment ... . 
Headaches der nies 
Powder-Powered Tools 

Plant PIOOTING ...........ccccccceseeeeee -March 
Sealing Concrete Floors reese 


t 
Waterproofing of Plant Floors... om 
Found 
-Station Core Maker 
Foundry Core x Set............ 
Sand Slinging Broncho 


H 


Heat Use, Maximum, at VA 
Hospital Laundry Oct. 

teattne Cable Secured to Rein- 
forcing Mesh in Sidewalk... ..Nov. 

for © Unit Uses Compensator 
for Uniform Outlet bemmmoeunl 


tu 
Hot Cabie for Cold Sand.. “Oct. 
Induction Heat Reduces Cost. Sept. 
— Heater Cuts en, 
Infrared Drying ... 
Oven Dries Parts for Spraying. 
Safe, Economical Electric Heat 
for Acetylene Generator Water..Feb. 
Shuttle Tips Hardened by Induc- 
tion March 
Test Engines Beat Meet Plant 
Electrical and ea ae 
ments Jan 
Heating, Space 
Controlled Heat Dries Plaster 
Properly During Cold Weather..Oct. 
—_ oe vs. Steam Heating 
April 
Gas- Fired Unit ania “Consider 
an 


th 
Heat for. “Drying Latex Masks 
Supplied by Space Heater 
Heaters Break Building Vacu- 
um -March 
Heaters Keep Plating Room Air 
Clean, Warm ...Nov. 
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**Listen loafer—I'm warning ya for the last time about 


this laying down 


on 


TWISTUM PRETZEL co 


‘*I was sent down here to straighten 


things out’’ 


Heating System Gets Steam from 
Hammers or High Pressure Line 


Industrial “Ventilating ‘and Heat- 
ng 

output Doubled, Just by Heating 

Plumbin AU 





the 


Unit Heater Cleaning Method 
veloped by “Caterpillar” 
Unit Heater Maintenance Pro- 
—. Protect Remscd —= 
arch 


Waste ae ; Mineresed Piant 
Be Run On I July 
Housekeeping 
Add Scraper Increase Efficiency 
May 


Safe and Clean Around Lathe....Oct. 

ome Company Bathes Mechani- 
cally 

Vway P 1 eed for Out-of-the- 





ee. A, Systems, Preventing ‘Air 
from Entering ........ April 


I 


Inspection and Testing 
Ammeter, Fused, Connection........Nov. 
Betatron Inspection Facilities for 
a ae Bechencs-nimieen 


Gage, ‘o-Way 
Hose, Automobile a pm Shop- 
Built Machine Oct. 
Improvised Tester ae Compass..Dec. 
— tion Technique Saves Many 
_ on Big elding Jobs, 
July 
mR. . Ko Hours ot ‘Produc- 
tion, Maintenance 
Portable X-Ray Sain Simpiifies 
Non-Destructive Testing 
Radioactive Cutting Tools oe 
Quick Test of ta Life.. ° 
Radioisotopes, De' ve .... 
Radiograph eco dy Checks 
Steel Castings in Quality Con- 


Spiratube Tests Air Condition- 
eee aereginnviesetincediceanae 

Structural Testing—Pigs in a 
Basket Bpets-ap Airframe 


Tes 
Testing ‘Line Equipment. 
Treadmill Tests Landing Gear 
Instruments and Controls 
Air Circuits Double 
Output .... 
Batch Meas 
Bell Signals Pump Stoppage. 
Control, Air, Panel Has Real A 
vantages 
Control Board, Machine Sept 
Control Makes Steam Maintain 
— When Electric Pump 
J 


Operator 
aeunont Nov 








Control System ee Con- 
veyor Jams at Birds Eye. 
Controls End High Suction Ex- 
hauster Motor Overheat 
Controls Mean Better Product 
Timken . deo 
Electric Eye Watches Brine. ..Dee 
Electronic Weighing Controls 
Sand Mixtures ..March 
Gage, Surface, * Holds to ‘Close 
Tolerances ... 
Indicators, Bin- -Level, 


Show Ver- 
satility in Use... A 


ug. 
the job!’’ Instruments, Built J aly 


PLANT ENGINEERING 





Measur' Unit Equipped with 


vel Record: .. Sept. 


une 
New .y ~~ 
Sun to Test Pain 
Paper Tension Control “Cuts Cal- 
ender B: Losses... 
———. Controls Ease Crane 
March 
 ~—p ‘Control Added, Steps 
Subtracted in Builk ding Beat- 


e Marks. od 
keeps Tabs on 





Preq ht items, 
"Hore ‘ight and Lower Losses 


Lathe Light, Carriage ising 
Impro 
A "Systema by Careful Cost 
Choose Power and....April 
ning, henge om Ventilation, 


Lighting gy Ban Indus 
trial 


Lighti 


pril 











, Choose Your, 





ing System 
—_ Gets Help to itcve 


Speaking About Precision. 
Tension, Carbon Paper, and 
Controlled a 
Thickness of 
by Non-Contact Gag 
Insulation 
Blanket-Type Enssia tion 
Steam-Traced Lin 
Fiberfrax: 





pt. 
varmatie New Fiber. Sept. 
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pro 
Ventilated ‘Fixtures Stay Cleaner..Feb. 
LP Powered 


Syste! 
Careful ost 1 Analysis 
Lighting, Watch the Quality of, 
—It’s Important Pp’ 
ee Shop, Improved Light- 


ng Jun 
Maintenance Program, Lighting..Aug. 
Miner’s Lamp .June 
Plant en Solving Problems in, 
Light: Aug. 
Seo*ne <2 of Workers im; 








une 





as, Motor Trucks 
with seven NOV. 
Lubrication 
Additive Plant Lubricants—How 
They Help with Lube Prob- 
lems Part III Jan. 
Cutting ee Jet Holds Good 


Edge Long April 
Choose the Correct Cutting Oil... Jone 
Don’t Blame the Lubricant — 





vier System Saves 
ney 
Game, Oil Depth . 


fndleator, Oil Level... 

Lubrication, Control Vaive. 

Oil Feeder, Siphon “Oc 
Oil Grooving “Method for Pisin 


Bushings 
Oil Purification System... 

Sys , Oll—I What t are 
the Various Types and their 
_. Advantages Ma: 

laim Systems, Oil — II Case 





Shop idade. a 

















| 
L 


Glass ae ng It oo 
for Alcoa Building Tenants... 
— Technique for Due 
on Joints 
Insu ation Combination Insures 
Low Heat in Boiler Set- 
ngs ov. 
Insulation. “Must ‘Be “Maintained. July 
— Protective, for Insula- 


Fe 
Piping, = erhead, enact Insulated 
Ground Feb 


on 
Jigs 
_— Jig that Cuts Circles..March 
Centering Jig Simplifies Diameter 
Drilli Feb 


Jigs Built ‘with Standard Units 
Are a Dividends on Small 


Runs 
Landscaping 
Add Beauty to the Plant—Think 
of Landscaping, Now... April 
Painting with Flowers. Sept. 


out 
Sontour Maps Aid in Site Plan- 
ning, Models of June 
uipment Layout ‘Methods ‘Spell 
arehousing Efficiency Au 
ue5- * hoc Welders Save 


De 
Mec Pullogh ‘Makes Its Plant Moves 
ith Scale Models .... Jan 
Plant Layout Engineered ‘to the 
Product at Copes-Vulcan............0ct. 
Plenty of Room Upstairs. Oct 
my a with Modernized 


Savings fon Plant Cha: 
Selling Plant Layouts to ——" 
ment Part II. Cost Analysis........Feb. 
Library, Plant, For sprees In- 
formation, Consult . «May 


Factor in Common Power 
c* .~ a 
rafti Choose the Right 
Light for the Plant May 
Ploodlights Permit 24-hour Utili- 
zation of Outdoor Working 
Area .N 


ov 
Foundry Shop “Then — Assembly 

Line, Now oJ Une 
Group Lamp “Replacement... ..May 
a ~ A By ~ Records Fluorescent 
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‘Couldn't I just ask for a fatherless 
file?’’ 


Right Type for Your Plant. 
Solenoid Operated Oilers Save 


M 


Maintenance Conference 
PM Conference To Be Held in 
Cleveland Dec 
Maintenance, Electrical 
__Refer to Electrical Maintenance 





Acoustical Materials, Mainte- 
nance ures for Care of....Jan. 
Automotive Repair Shop, Opera- 
tions of an Industrial Plant’s.. ee. 
Bolts, Undercutting, for Strength . 
July 
Crossties Last Longer with In- 
serts Jan 


r 
Doors, Furnace — Paying Substi- 








May 





ution 
Mh - — — Sees Nomadic—and 
Makes a Pro 


Wheels. Re-Working, 
Saves Convair $13,000 Yearly. ~ ae 
anizing for Maintenanc 


Painting — Hose, 
Wires Unpain 
Preventive 


ted 
aintenance 
Warns of N 


ed Repairs on 
No 


Time 
Record Cards Tell the Story 
About Equipment Ju 
Scaffold Makes Maintenance —_, 
ov. 
Softeners, Zeolite, Overhauling....Aug. 
Tri R , 








Nov 
Tote Boxes, Longer Tite After Re- 
conditioning for 


— Industrial, omapmncansaeney 
t 











Drill-Winch Combination Results 
in Hoisting Ease and 

Drum Handling Made Easier........July 

Drums on Pallets Handle Easier... — 


Fork Trucks in Dual Role...... 
Forkless Fork Truck for Stacking 
Without SKIGS ....cccccceccesvesssevereenees Ju 


S 85 Sess SESus SBS & BWSSs BS 


ems bt 
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—— | ste. Increase Lift 
Heig. Sept 

enue Handling with Speed, 
Safety by Pneumatic System....May 

Handling, Simplify —Standardize 


8 
Handling System Using S 
Carriers Saves Work: Time. hNov. 
—t Truck, Speed Increased 
with Voltage Aug 
—~- Comes in Off the Streets to 
ork on Materials Handling....Dec. 
Jib Crane, Heavy-Duty Motorized 
Swing La: its. «NOV. 
Jan. 
ding Cargo Plane, } me with 
Retractable £ Section : 
Loading, Well aioonenee for........ y 
Lowerator, Automatic, for Inter- 
Floor Handling of Tinplate 
Bundles ov 
Materials Handling, Planned, at 
Material “Handi! Equi t 's one 
Han pment a’ 
Lincoln, They Engineer Their... "wed 
Materials Handling I Result 
in Pils. land Time ‘a Effort..Aug. 
am ——2e Story — Mov- “ 


ng nery. 
Materials’) Handing Study — The 
Job That Timken Did. June 
Pomegne. Improved, Cuts Ship-_ 
ping Costs 
Padded Bumper for Small rucita 
Mare 


Pallet Substitute, Built-In Unit- 
Load Bundle Has... re. 

— Handling, Muitiple | “Bling 
or Oct 


Pneumatic Material Transport......Oct. 

Shipping Damage, Track Down 
Your Jan. 

Scale Integrated Into Roller Con- 
veyor Line Eliminates Extra 


Handling 
oe. Delive.y of Giant, 
sportation Problems 
Textile Hi Handling with Mod 


Ma 
Tractor Hook Up, Greased-Light- 
nin Apr 


Tripod Moves on Wheels. 

Truck Driver Gets a Lift... 

Truck Drivers Need Trainin; 

Trucks with “Fingers” Lift 
Crates at Lower Cost. 

Turntable, Outdoor Grating, 
He Handling....N 
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elps in Materials 
Unloading Problems Solved. ‘Sept 
Winch and Booms Add Peeetaitg 
to Fork =~ k 
Shop- 
ndle it Right........... 
Mechanical Power Transmission 
Belt, Leather, Maintenance hide © 
Belt Shifter-Idler Combination....Aug 
Belts, Installing h Jul 





Discs, “Clutch, Long-Wearing 
Drives, Hydraulic eee. 
Conveyor Chain Breaks. 


Variable Speed Drives—Help In- 
dustry Produce, Maintain Qual- 
ity Feb. 

Variable Speed Drive for Presses 

Oct 

V-Belts, Versatile Is the Name 

for Jul 




















= once 


‘*Vard goods, paper horse ladies’ lin 
gerie—and fresh air 
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Metal precsssing. 
Brush, Wire, Trims Feather mee © 
uly 
Coats Ferrous Metals with Alumi- 
num, New Proc 
Contact Filing, Gu! de Sestgnes 
for “In-Place” . ..May 
Deburring with Walnut Shells Sept. 
Piled Faster, Piston Tops are May 
Flame-Hardening April 
Grinding, Crush Oct 
Grinding, Watch Centers and 
Center Holes for Accuracy in....Nov. 
Hardening Costs, seeustieg 
Heater Cuts 
Hard-Pacing, Part Life Sar ree” 
Through .... April 
=. Internal, with a Wire 
rush Feb 
ma Machi ning July 
Metallurgy Laboratory, General 
—— Opened at Technical 


ept 

Polishing with Inflated Grinders 
NOV. 
Sawing “Hint, Sheet Metal Oct. 
Tool Steel Hardening Dec 
Tough Lining for Tumbling. Dec 
Microfilming, How's and Why's of..Feb. 


Noise Abatement 

Chute, Ice, at Seafoods-Boston is 
Redesigned for Less Noise..... Oct 

—. Less, Means More Produc- 
tion 

Sound Condi tioning, Fewer Head- 
aches with May 

Sound Conditioning—II—Various 
Methods of Installing Acousti- 
cal Materials June 


Organization 
rganizing for Maintenance—One 
Task for Plant Engineers c 
Plant Engineering, How Necco 
Plans Its April 
Plant Engineering Department Is 
Landlord at Pan American Sept 
Workings of Weyerhaeuser's Plant 
Engineers’ Committee Dec 


P 


rae and Protective Coatings 
A Challenge to Rust 
Brushes, int, Care of Sept 
Coating, Clear, Halts Water Entry 
Through Wallis ov 
Coating, Inside, Cuts Sheet Metal 
Elbow Maintenance 
Coatings, Maintenance — Liquid 
Neoprene One of the Newer....Oct 
Coating Protects Electrical Tub- 
ing Against Corrosion Jan 


Coating with Tin or Lead July 


New Instrument Keeps Tabs on 
Sun to Test Paint 
nes Wire Fence with a 


une 


Rolle Ju 

= " stainiess, Bright Future 
Feb 

Protective ‘Coatings, Technique » & 


Apply: une 


Parking oe. Dictaphone: s, and 
Prant Encrneertnc’s Article Nov 


Piping 

Anodes, Graphite, Protect Under- 
ground Piping 

Cast Iron Flanged Joints, 
and Maintenance of 

Ejector Exhaust Silencing... 

Fixtures, Wall-Hung, Make 
Maintenance an Easy Job 

Microwaves for Pipelines 


Nipples, Drip, Stainless Steel........Aug. 


Oxygen Gets Its Own Pipeline to 
Industry ... p 
Pipe, uminum. Used for Dis- 
tilled Water System J 

"Features Pusing of, New Furnace 

‘ontinuous Porcelain 
Sept 

a a eake Emergency Repairs to, 

Fibrous Glass, Tape, and Chem- 
Aug 
Becomes Light, 


— Plastic 
ion-Corrosive Well Casing May 
Pipe Protection, Sacrificial June 


Pipes, Keep Warm with a Wire....Jan. 
Piping of Clay and Plastic, In- 


dustrial April 


Pi me, Overhead, Easily Insu- 

ated on Ground Feb 
Piping, Welded Stainless, Food, 

ou Plant + anenns Eas: x 4 

on pt 


Plant Engineering 
PLA 


Ngineering Contest Winners.July 


PLANgineers of the Month, The..Aug. 


170 


Plant Engineering Goes to Col- 
MED scencanessnccecsenepnnseecenccestinnccoummnanasiatl March 
Plant Engineering and Design 
pam gg Bs Cut Production 
Costs, Se 
Plant ay ag ay at 
Westinghouse aver Plant Im- 
proves Quality, Productio Sept 
Plant Engineer's Responsibility in 
Construction Work, The. March 
Plant Engineers, American, Eng- 
lish, Get a. in Philadel- 
phia, Chicago March 


Plant Engineering Clubs 


Baltimore's New Club Now Open 
for Business June 

Boston Club Votes Change in By- 
Laws June 

Boston Plant Engineers’ Club, In- 
strument Society, Hold Joint 
Meeting . 

Calumet Region Plant Engineers 
Form New Group e 

Chicago Club, A. B. Dick Has 
Open House for 

Chicago Plant Engineers fe 
Out an Active Year. arc 

Marion, Indiana, Plant Engineer- 
ing Club Started in . 

News of the P. E. Clubs... 

North A Plant Engineers 
—— Third Club in Chicago 

Officers and Meeting Dates ‘of 

ubs N 


- ‘ov 
Pittsburgh Area Forms Two Plant 
Engineering Societies ...Nov 


Processing Methods 


Acoustical Tile, Conveyorized 
Vacuum Cleaning Process for....Oct. 

Aluminum, New Process Coats 
Ferrous Metals with......................Oct. 
Blanking for Short Runs........... July 
Bolts, ae ..Nov. 
Cutting Speed Sas 
Drilling, Curved, ‘in Meta............April 

Drums Rolling — Keep, and 
Marked at Same Time .May 

Fusing of Pipe, New Purnace 

Features Continuous Porcelain 
Enamel Sept 

Grinders, Inflated, Polishing. voc 
v 


Impregnating Systems Keeps Po- 
rous Castings from the wissen’ 
Pile Oct 











Iron Filings No Longer Go “On 
Record” 





Jet Blades Fabricated for Speed....May 
Keyways on a Lathe, Power Feed 
Adapted for Cutti 
Magnetic Separators move tide * 
from Baker's Bread Pans... 
Molds, Thin Shell, Save Met: fay 
Oil-Jet Holds Good Edge Longer.. April 
Piercing Mill Gobbles Solid Bil- 
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Procedures, For Best 
Use Standard pri 
Routing Form Simplifies Machin- 
ing Operation ..Feb 
Work Simplification Oct 


Pumps 
Plunger, Sectional, Saves Costs....Nov 
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Heavy Headache ‘ Jan. 
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Storage 
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Rack 
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8 estion Plans, Cooperation Is 
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December, 1952 


T 
Tools 


Tools, A 
Tools, portable Siectric IV. Spare 
Parts and Overhaul Jan 
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Waste Disposal Problems, Small 
Plant, Solved at Westinghouse's 
Beaver Plant Marc’ 
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